appendix 


Appendix F: Public Facilities Inventory 


Building Name 

Address 

Footprint 
(sq. ft.) 

Year Built 

Year of 
Completion 
Last Major 
Renovation 

Estimated 

Year of 
Completion 
of Next 

Major 

Renovation 

Community Safety Buildings 






Tower Fire Station (Park Circle) 

291 Park Ave 

2,700 

2007 



Highland Fire Station 

1 005 Massachusetts 

Ave 

6,503 

1929 

201 1 


Central Fire Station 

220 Broadway 

1 2,738 

1926 


2017 

Community Safety Building 

1 1 2 Mystic Street 

20,780 

1983 


2020 

Dog Pound 

1 1 2 Mystic Street 

1,214 










Public School Buildings 






Bishop Elementary School 

25 Columbia Road 

51,367 

1950 

2002 


Brackett Elementary School 

66 Eastern Avenue 

57,670 

2000 



Dallin Elementary School 

1 85 Florence Avenue 

65,578 

1956 

2005 


Hardy Elementary School 

52 Lake Street 

55,107 

1926 

2001 


Peirce Elementary School 

85 Park Avenue 

Extension 

48,500 

2002 



Stratton Elementary School 

1 80 Mountain Avenue 

63,300 

1962 

1968 & 

201 1 


Thompson Elementary School 

60 North Union Street 

59,000 

1956 

2013 


Ottoson Middle School 

63 Acton Street 

154,380 

1920 

1998 


Arlington High School (4 
buildings] 

869 Massachusetts 

Avenue 

394,106 

1914- 

1980 



Peirce Field “Snack Shack” 

869 Massachusetts Avenue 

2007 



Spy Pond Field House 

50 Pond Ln 

870 










Libraries 






Robbins Library 

700 Massachusetts Ave 

48,003 

1892 

1992 


Fox Branch Library 

1 75 Massachusetts Ave 

6,683 

1940 

1952 








AAanaged by Arlington 
Redevelopment Board 






Former Central School Building 

27 Maple Street 

1 8,746 

1894 

1985 


Former Crosby School Building 

34 Winter St 

40,167 

1895 

1991 


Former Gibbs School Building 

41 Foster St 

53,769 

1928 

1972 


Jefferson Cutter House 

Corner of Mystic St. 
and Massachusetts Ave 

3,444 

1817 

1989 


Former Parmenter School 

Building 

1 7 Irving St 

27,616 

1926 

1988 
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arlington master plan 


Building Name 

Address 

Footprint 
(sq. ft.) 

Year Built 

Year of 
Completion 
Last Major 
Renovation 

Estimated 

Year of 
Completion 
of Next 

Major 

Renovation 

Former Dallin Library Building 


4,164 

1937 

1999 


23 Maple Street (group home) 

23 Maple St 

4,760 

1862 

2008 








Department of Public Works 






Building A {Director/Engineer/ 
Inspection) 

51 Grove St 

1 6,608 

1920 

1987? 


Building B (Assembly Hall) 

51 Grove St 

8,568 

1950 

1987? 


Building C (Maintenance 

Garage) 

51 Grove St 

40,000 




Building D (Snow Fighting 

Garage) 

51 Grove St 

6,402 




Building E (Small Salt Shed) 

51 Grove St 

2,304 




Building F (Large Salt Shed) 

51 Grove St 





Transfer Station 


1,332 




Ryder Street Garage 


5,292 

1950 









Cemetery Department 






Cemetery Building A (Chapel & 
Office) 

70 Medford St 

2,016 

1903 


2015 

Cemetery Garage 

70 Medford St 

825 

c. 1952 









Recreation Department 






Ed Burns Arena Ice Skating Rink/ 
Indoor facility 

422 Summer St 

25,680 

1969 



Bath House at Arlington Reservoir 

Lowell St 

815 




Pump House at Arlington 

Reservoir 

Lowell St 

















Other Town-Owned Buildings 






Arlington Town Hall & Annex 

730 Massachusetts Ave 

45,612 

1913 

201 1 

In process 

Jarvis House (Town Legal 
Department) 

50 Pleasant St 

(included 

above) 

1955 

201 1 

In process 

Mt. Gilboa House 


1,960 

1924 



Whittemore Robbins House 

670R Massachusetts 

Ave 

1,236 

1799 

1995 


Source: Arlington Capital Planning Committee, 201 3 Report to Town Meeting 
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